BILL NO. S-12-05- 2^ 


SPECIAL ORDINANCE NO. 


s- V^-72- 


AN ORDINANCE approving a contract with 
SCHEELE CONSTRUCTION COMPANY, INC. for 
Storm Sewer Improvement Resolution No. 
260-1971. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
I FORT WAYNE, INDIANA: 

SECTION 1. The contract approved May 15, 1972, between 

I 

the City of Fort Wayne, by and through its Mayor and the Board of 

Public Works, and SCHEELE CONSTRUCTION COMPANY, INC. for Storm 

Sewer Improvement Resolution No. 260-1971, as follows: 

The Storm Water Overflow Demonstration Grant 
Project No. 11020 GYU, Section IV, Resolution 



Read the first time in full and on motion by ■ seconded by 

and duly adopted, read the second time by title and 

(and__bQ_^the 


referred to the Committee on 




City Plan Commissign„..for.-reeoinmendatfon) (and Public HeaxIng~~rrr-iTe he i- d- aft e-r— due legal 

notice, --at"thB'- Bull dine. E orli-ilagag — I ndiana, on 

19 


the 

P.M., E.S.T, 
Date: 


™iiny„Qf_ 


4 ' 


.alL. 


o ' clock 


- 7'X~ 



CITY CLERK 

Read the third time in full and on motion by 

seconded by and duly adopted, placed on its passage. 


Passed by rt.e following vote: 



NAYS 


ABSTAINED 


ABSENT 


to-wit : 






Passed and adopted by the Common Council of the City of Fort Wayne, Indiana as ('-Z oning 
|dap^ — teener al V.Trt^SiiliiM^ tio n') (Special) (A:p|jj.opjLicrrtbn) Ordinance f R -g s o l - a tdr&n ) No. 
on the , , 19 



-jL=ys 






PRES]^;?WG O'^FICER 
the City of Fort Wayne, Indiana, on the / of 
, 19 "/^^ at the hour of 'clock ,E,S.,.T. 



Approved and signed by me this /-3>4ay of ___ 
at the hour of 3 < ^ o ’ clock ^ m. , E.S.T, 



CITY CLERK 


. 197 ^ 


Bill No. 


S-72-05-24 


WSj your Committee on 


REPORT OF THE COMllTTEE ON PUBLIC WORKS 
Public ¥orks ^hom was referred an Ordinance 


approving a contract with SCHEELE CONSTRUCTION COMPANY, INC. 


for Storm Sewer Improvement Resolution No. 260-1971 


have bad said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 


¥lnfield C. Moses, Jr. - Chairman 
¥iiliam T. Hinga - Vice-Chairman 


Samuel J. Talarico 


Eugene Kraus, Jr. 



Donald J. Schmidt 


4 



THE CITY OF FORT WAYNE 

BOARD , OF PUBLIC WORKS 
City-County Building 
Fort Wayne, Indiana 46802 


58-146-12 
May .15, 1972 


Mr. David B. Keller 

1310 Anthony Wayne Bank Building 

Fort Wayne, Indiana 46802 

Dear Mr. Keller: 

Please prepare an ordinance to he introduced in the. Common 
Council , Tuesday, May 23, 1972 for the following: 

Contract with Scheele Construction Company, Inc. for Storm 
Sewer Improvement Resolution .No.. 260-1971 for Storm Water 
Overflow Demonstration Grant, Project 11020 GYU, Section IV. 

Yours truly. 


Jerry D. Boswell 
Ronald L.Bonar 
William 6. Williams 

BOARD OF PUBLIC WORKS, 


ss 

enc. Copy of contract 
Bid tabulation 



